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Installation d’UBIK 

Inserez le disque 1 dans votre lecteur de CD-Rom. La procedure d'installation se 
declenche automatiquement. Choisissez alors l'installation minimum (10 Mo) ou recom- 
mandee (60 Mo) et le disque sur lequel vous souhaitez que le jeu soit place. Celui-ci sera 
installe dans le repertoire \cryo\ubik. 

Une fois l'installation termine&e, vous acc&derez directement ä l’ecran de pr&sentation 
d’Ubik. 

Pour lancer le jeu, cliquez sur “Jouez”. Vous pourrez &galement voir & partir de ce menu 
les "nouveautes Cryo”, lire le fichier “Aide”, installer “DirectX’M 5”, acc&der au r&pertoire 
“Cryo Plus” ainsi qu’au “site internet Cryo” (si vous poss@dez un acc&s internet). 

Apres l'introduction, vous arriverez au tutorial Ubik qui vous permettra de vous familiari- 
ser avec les touches utilisees, linterface de selection des agents et des armes ainsi que 
interface de jeu. Cliquez sur “Sortie” pour acceder au menu principal. Dans le menu 
“Option”, vous pourrez installer la version recommandee (150 Mo) sur votre disque. 
Choisissez dans le menu principal “Nouveau” afın de d&ebuter une partie (“Charger” afın 
d’acceder ä& une partie sauvegardee), puis selectionnez le niveau de difficulte desire. 
Ubik debutera alors. 
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Windows’M 95 
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Mouse 
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DirectX’'MY 5 (Available from the CD) 

Your system must be entirely 

Compatible with DirectX'Y 5 

Minimum hard disk installation: 5MB 
Recommended hard disk installation: 150MB 


How to install Ubik: 

Insert the Ubik disc into the CD-ROM drive and wait for the installation menu to appear. 
Choose the hard disk on which you wish to install the game and the desired type of 
installation. Minimum installation requires 10MB free space on the hard disk, the 
optimal installation GOMB free space. The installation menu will indicate the creation of 
the directory /cryo/ubik. 

Once the installation is completed, the presentation screen will appear. To launch the 
game, click on “play”. From this screen you can also install DirectX'" 5, Cryo news, the 
“Cryo-Plus” directory and the Cryo Internet web site [if you have Internet access). 
Following the introduction, the Ubik Tutorial appears which explains the most useful keys, 
the agents and weapons, and game interfaces. Click on “exit” to return to the main 
menu. From this menu, you can click on “option” and choose the optimal installation 
(150MB). Choose “new” or “load” from the main menu to launch the game, and then 
select the difficulty level. Ubik will begin. 
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Windows 95T'M 

Microsoft DirectX'VY 5 (enthalten) 

10 MB freier Festplattenspeicher (150 MB empfohlen) 
2 MB SVGA Grafikkarte 

Soundkarte 

Maus 


Installation von Ubik: 

Nach dem Einlegen der UÜbik-CD in das CD-ROM-Laufwerk erscheint ein 
Installationsmenü. Wählen Sie aus, auf welcher Festplatte Sie das Spiel in welchem 
Umfang installieren möchten. Die minimale Installation benötigt etwa 10 MB, die optima- 
le Installation 60 MB freien Speicher auf Ihrer Festplatte. Im Installationsmenü wird das 
Installationsverzeichnis /cryo/ubik vorgeschlagen. 

Sobald die Installation abgeschlossen ist, erscheint ein Präsentationsbildschirm. Zum 
Starten des Programmes klicken Sie auf “Spielen”. Von diesem Bildschirm aus haben Sie 
auch Zugang zu folgenden Optionen: “Installation von DirectX'" 5”, "Neues von Cryo”, 
das “Cryo-Plus”-Verzeichnis und die Cryo Internet Website (sofern Sie einen 
Internetzugang haben). 

Nach dem Intro erscheint das Ubik Tutorial, welches Ihnen die wichtigsten 
Tastaturbelegungen, die Agenten- und Waffenauswahl sowie die Benutzeroberflächen 
erklärt. Klicken Sie auf “Verlassen”, um zurück in das Hauptmenü zu gelangen. Von die- 
sen Menü können Sie “Optionen” anklicken, um die optimale Installation auszuwählen 
(150MB). Wählen Sie “Neues Spiel” oder “Spiel Laden” aus dem Hauptmenü, um das 
Spiel zu starten, und entscheiden Sie sich für einen Schwierigkeitsgrad. Ubik wird gestar- 
tet. 
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